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Summary: My thoughts on this section's status as a dumping ground for 
bad stories. 


Why? 

Okay, guys. Let me ask you a question. Why in the _Hell_ has the 
_1984 _section become the dumping ground of bad fanfiction? 
Seriously. I adore the book too much to stomach the section for it 
being nothing but a dumping ground for bad original stories and 
fanfics. I-I just... don't get it. 


End 
f ile . 



